Company:  EPA  R7 

File  As:  Luetke,  Mindy 

Mobile  Telephone  Number: 
First:  Mindy 

Family:  Luetke 


Personal  Phone/Ex.  6 


Gold  King  Mine  Spill  (Aug  2015) 

She  was  on  my  surface  water/sediment  sampling  team. 
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